TABLE 4 




Marlboro 

Winston 

ov 

12.6 

12.7 

GC Water 

10.4 

11.1 

PG 

1.7 

0.9 

Glycerins 

2.2 

2.8 

PC After OV Test 

1.0 

0.5 

PG Contribution In OV 

0.7 

0.4 

OV Less PG Contribution 

11.9 

12.3 
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